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3.125 (a) 

FACILniES, GENERAL 

Structural strength The facility must be constructed of such matefial aixJ of such strength as appropriate for the 
animals invalviad. Thks indopr ^rxJ putdar^r housing tacilities shalE Sb structurally sound and shall be mainfainsd in 
good ropair to protect Iho animals Irom Injury and lo contain Ifta animals. 

Thpare is a section ol metal that is down in the large ligar anclpsura housing 4 tigers. This section 01 metal needs 
to ipe removed lor the safely ot the animals. 

The wood entrance lo the sheMor box in the large tiger enctesuro ts in disrepair wrlh holes in the wood! and nails 
exposed. This section of the box needs to be repaired (or the safely of the animals. 

The plalfcwm In iha lion enelosere has sections that are in disrepair vnth the wt^d ohevred at the corner 
ponlentially aflecting the integrity of the top of the platform , This platform needs to be Kept ir good repair few the 
safety of Che animalg. 
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3.125 (c) REPEAT 

FACILITIES. GENERAL 

Slorage. Supplies of food and bedding shall be stored ir facilities which adequately protect such supplies againsi 
deteriqratipn, molding, gr cpfiCaminaCipn by vermin. RafFigaratipn shall be prpvidetl Ipr supplies pf pefighable load. 

The Fneeser still hag a broken door that no longer stays closed and sealed The food irtside was frozen but only 
duB to PulddOr temperaluroE.. This Freezer dodc needc Id bd fiKOd to prated the Faod euppliec tram deierioralian ar 
contamination. 

In addition the treezat was dirty with dead Hies around the load. This freezer needs te ba cleaned r)ut lo prated 
the lood supplies and prevent oontamiratwn. 
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Thisra wprp aevaf-^l tJ'l chicken aijt$ii;lp on the ground ooiirt to broken Iroezor^. Thia ohickon ia nol being 
stor^ In & mannar tnat would prelect itia suftplles from dalerloratKin. All tood needs to be stored In e manner that 
pnoteds the nutritional value of the lood, 


3.127 (c) 

FACILITIES. OUTDOOR, 

Drainage, A surtable method shall te provided to rapidly eliminate excess water 

”* Many of ifH anclosuras conlam standing water due to Inadequate drainage. Oive of the bgers was wel from lying 
In the water. These enclosures need to be addressed and more stone added to faciliate drainage of excess water. 

Corract by: Dec fl, M 1 £ 

3.129 (a) 

FEEDING. 

The food shall be wholesome, palatable, and free from oorrtami natron ar»d of sufficient quantity and nutritive value to 
mainlBin all animals in good hgelfti. The diet stipll be praperad with congidaraliQn Ipr ttie age, species, gpnditipn, size, 
arxd type dl tho ammal. Animals shall bd fed al loasl onca a day except as dictated by hibernation, vetennary 
treatment, normal fasts, or other professiorrally accepled pradices- 

There Is no way lo assure that the food is platable and free from contalmlnatlon based on the current melhod of 
storing: and preparing Food - The area used to bulcher dead animals for food is dirty, three hgfees have been laying 
oulsid^ uuder a larp lor cvisr 24 hours lin lemporatures Q>t dogrso F arid thero ans boxes of ohiokori on tho ground 
ne5i.t lo broken freezers, Laslly, the current working freezer is dirty with a broken seal on the door Food lhal is not 
stored and prepared property can easily become contaminated. All of these areas need to be addressed to assure 
that the food rotains its riulritiva value when being fod lo lhaso animals. 

Gof red by: Ngv 1 2 , 21)1 2 


3.130 

WATERING. 

All waler receptacles shall be kept dean and sanitary. 

Many of lha water bowls are dirty with a layer o1 algae along the bowl. Sewne have blood and dirl In them from 
animals putting their meal in ihe water. Theae water receptacles need to be cleaned on a frequent basis for the 
health cr the animals. 
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3.131 (a) 

SANITAHOM, 

Cleaning ■ol enclosures Excrela siiall be removed from primary enctostires as eJtten as necessary to prewent 
oontami nation of ttie animals oontainad Itierein and to minimize diseaise tiazards and to reduce odore. When 
enclosures arc cloanod hcslng or tlusnlng, adeciaalo (naasuras stiaJl Pa lakan to prolact the animals confinad in 
such erxikKunes from being direclly sprayed with the stream of water or wetted involuntarily, 

’** Every enclosure at lUe lacilHy needs to be cleaned. There is an accumulation ot feces In every erclosure and 
there is an accumulation oi eW berves and animal (karts that have been fed out over several days in every enclosure. 
There is a strong edor thraugriout Ibe tacilily due le iria dead animals being led out and animal waste. These 
enclosures need to be cleaned lo preveni contamination to the animals in the enclosures and to reduce odors 

Tt>a boar anclosures have an accumulation o1 faces in itie boar den areas that need to be cleaned. This area 
needs to be cleaned as the bears gel ready to bed down for ifie winter rnonths, 

Correct by: Nov 13. £012 

An exil briefing was conducled wllh a facility representallve at tne lime of the Inspection. 
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